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Through the looking glass 


So. in order to get us back in the good 



MEASURING pedestrian ramp on Fallbrook Street. Joseph Pollits gives dimensions to 
Georgianna Cherinchak Cole. They are checking access for handicapped people under 
All-Can program. See story this page. (MIRROR photo by Ros-AI) 


ALL-CAN surveys city sites 
for handicapped accessibility 


B> ALICE 

District Magistrate Don Yugosky accept¬ 
ing condolences in Wayne’s Diner. Jer- 
myn.on his favorite Yankees losing the 

Series! 

Some days you just cannot do anything 
right. While we try not to make MIS- 
I RAKES. thev do pop up here and there. 
Actually, it’s amazing we don’t make more, 
of them. 

And when two similar events occur almost 
simultaneously, well...suffice it tosav weean 
mess up as well as the next fella. 

On a recent alternoon in the MIRROR 
office we sat down to write a little blurb 
about the Artisan Lire Companv of Jermyn 
holding its annual Turkey Party at 8 p m.. 
Saturday. Nov. 14 We e\en telephoned the 
company captain, Jimmy N icholson, lor the 
details. He gave them to us. and we typed it 
out on ournew AM Varityper 5404(approp- 
riately nicknamed “Alice.” by the by) It was 
duly tiled away in the machine, to be pro- 
cessed and printed in the MIRROR. 

And lo and behold, it disappeared.and 
nc\er was published in last week’s paper. We 
must have pushed the wrong button, or 
whaiever...because the turkey party com¬ 
pletely vanished and never, as they say in the 
publishing business, “saw the light of day!” 

So. lellas. here it is again...Artisan Fire 
Company of Jermyn will hold its annual 
turkey party at 8 p.m Saturday. Nov. 14 in 
the fire hall. Maple Street Delectable 
refreshments will he served .actually a 
buffet w hich you do not have served to you. 
but at which you help yerself and cash and 
turkeys will be awarded. Martin and Joseph 
1 omeykoski are co-chairmen. 

Meanwhile, back at the Editor’s desk,he 
was putting together the weekly Bulletin 
Board, and was planning to include a story 
he had received in the mail about the Crystal 
Lire Company of Jermyn holding ITS 
annual turkey social at 7:30 p.m., Saturday. 
Nov. 7 Donald Stephens Jr. and Bill Price 
are co-chairmen of that party. BUT...some¬ 
where along the line, the date-line was 
dropped so that it came out Nov. 5. which is 
a I hursday. and of course is incorrect. The 
Jermyn fire companies never...but never 
hold their turkey parties on Thursdays, only 
Saturdays. 


BURDICK 

IRVING H . late of 132 Garfield Ave.. Carbondale. 
died Mondav. Oct 2<>. in St Joseph's Hospital. Carbon- 
dale. after an illness. 

Born in Grccnlield I up . he was a son of the late Ralph 
and Mars Carlson Burdick His wife, the former Della 
M f ox. died in 1974 

A retired railroad engineer, he worked over SO years 
with the D&H Railroad He was a member of the Broth¬ 
erhood of Railroad f iremen and Engineers, was a 50- 
>eai plus member of Mitchell HoscCo . Carbondale.and 
was former caretaker at Maplewood Cemetery, Carbon¬ 
dale He was a member of First United Methodist 
Church, Carbondale. 

Surviving arc two sons. Donald. South Summerville, 
N .1 . Walter. Norristown; four grandchildren; two sis- 
lers Mrs. Ellen Goodwin. Rochester. N Y . Mrs. Flor¬ 
ence Weed. Sealeyville; several nieces and nephews. 

the tuneral was held Thursday. Oct 29. at II am 
l rom Oliver R. Shifter funeral Home, 94. N Main St., 
( arhondale. with services b\ Rev Donald W Bartholo- 
may. pastor. First UM Church. Interment. Clifford Val¬ 
iev Cemetery. 

Memorial contributions may be made to First United 
Methodist Church Building Fund. Carbondale. or Cot¬ 
tage Hose Co. Ambulance Fund. 

CLARK 

MRS NELLIE A.. 87. late of RD 2. Factoryville. 
Benton Iwp . died Tuesday. Oct 27. at Tyler Memorial 
Hospital. Tunkhannock. after an illness. She and her 
husband. Hobart, celebrated their 64lh wedding anniver¬ 
sary in September 

Horn in Clinton Twp . daughter of the late Barney and 
Rhoda Pcdrick Pallman. she was a member ol Fleetvilie 
Hapiist Church, and a former member of Oriental Chap¬ 
ter. Order of Eastern Star, and Fleetville Grange. 

Also surviving are two daughters. Mrs Melba Collum. 
I nion Dale; Mrs. Dorothy Conrad. Kingsley, a son 
Warren. Mehoopany. seven grandchildren; 14 great¬ 
grandchildren. and two cousins 

I he funeral was held Friday. Oct 30. with services by 
Rev Edgar Brill. Factoryville United Methodist Church. 
Interment. Nicholson Cemetery 

COBB 

MELVIN J late of 569 Main St.. Vandling. died 
Naiurdav.Oct 31. at St Joseph's Hospital. Carbondale. 
alter an illness His wife is the former Gertrude Evans. 

Born in Mavlield. son of the late George R and 
Bridget Marlcy Cobb, he wasa retired busdriver withthe 
Rapid Iransfer Co . and a retired D&H Railroad 
inspector 

Also surviving are a daughter. Miss Doris E Cobb, at 
home; a son. William M Cobb. Si Petersburg. Fla.; a 
niece, and several cousins. 

I he luneral was held Wednesday. Nov. 4. with services 
bv Rev. John J Lloyd. Christ Episcopal Church. Forest 
l it. at 10 a.m Interment. Round Cemetery. Union 

COHEN 

MIRIAM, late of 2802 N Hampton St Easton. 

l.'rmcrly ol 1409 Adams Ave Dunmore. died Sunday . 


Best Customer 

WINSTON-SALEM. N.C Donald 
Evans, a retired textile worker, says he has 
smoked one pound of pipe tobacco per 
month for the past 50 years. This amounts to 
more than a quarter ton of tobacco. 

He started pipe smoking in 1928 when his 
grandfather introduced him to George 
Washington pipe tobacco in honor of 
Washington. K I . where he lived at the time 
Recently Evans and his wife were treated 
to a lour ol the R.J. Reynolds tobacco plant 
here where the product is manufactured. He 
was on a trip from Nevada, where he now 
lives, when he stopped in to introduce 
himselt 


Edward A. Wade 

Funeral Home 

4 Morris Place 

282-2250 


graces of both these organizations. 
PLEASE plan to attend the Crystals' party 
Nov. 7, and the Artisans'on Nov. 14. Oh yes. 
the Crystal rooms are located on Madison 
Avenue in Jermyn. and they’ll be serving 
great refreshments too. (Whew!..are weglad 
we cleared 1 HIS up! It would be tough to 
have all the members of both fire companies 
angry with you....what if your house caught 
fire!) One other little bit of confusion 
popped up at thesametime.a calendar with 
a day missing....which we’ve never happened 
to see before. 

Hanging on the walls in the MIRROR 
office are two 22 by 16-inch calendars, the 
kind with the blank spaces used for appoint¬ 
ments. These are provided by Metro news 
service in New York, which provides us w ith 
all the little “cuts" 01 ; pictures you see in our 
ads. 

We use these two calendars to schedule 
photographers’ assignments, stories, 
appointments.etc. When we began planning 
ahead to November, we realized something 
was wrong. The dates didn't match up 
Without even checking our other (I upper- 
ware) calendar, we telephoned a news source 
and said. “Hey. that function you’re plan¬ 
ning for Thursday. Nov. 5....the fifth is a 
Friday, isn’t it?” “No.” replied the source, 
“on our calendar I hursday is Nov. 5. I hat’s 
why we planned it that way.” 

Imagine our embarrassment to find she 
was right Metro had skipped, and com¬ 
pletely obliterated Tuesday, Nov. 3. which 
of course was Election Day in the Common¬ 
wealth of Pennsylvania. Well, what the hay. 
we still came up with a Friday, the 13th in 
November, which incidentally happens to be 
a favorite of one of our co-workers.who is a 
little strange anyway. Imagine anybody 
LIKING Friday, the 13th...that’s somewhat 
akin to enjoying having your teeth cleaned!” 

Happy belated birthday Oct. 27 to Dom 
Cerra. son of Mr. and Mrs. Sam Cerra. 6 
Short St., and congratulations to Dorn’s 
aunt and uncle, MIRROR publishers Paul 
and Bernie Starzer, who chalked up eight 
years of wedded bliss on that same date. 

We haven’t laughed so much in a long 
time as we did over the "Haunted House" 


Obituaries 


Oct. 25. in Easton Hospital 

Born in Carbondale. she was a daughter ol the late 
Samuel and Celia Druck Cohen. 

Surviving arc a brother, Arthur. Chalfont; two sisters. 
Mrs Ruth Weintrauband Mrs Evelyn Lonstcin. Scran¬ 
ton. several nieces and nephews 

The funeral was Monday. Oct. 26. with interment in 
Dalton Jewish Cemetery. 

LEHUTSKY 

MRS CHARLOTTE M , late of 179 Belmont St.. 
Carbondale. died Wednesday. Oct. 28. in St Joseph s 
Hospital. Carbondale. after an illness Her husband is 
John Lchutsky. 

Prior to living in Carbondale. she resided in Forest 
City many years 

Born in Forest City, daughter of the late Julian and 
Mary Galonsky Kozlowski. she was a retired Forest City 
school teacher, and a member of Sacred Heart Church 
Forest City, its Altar and Rosary Society, and St There¬ 
sa's Society and the Pennsylvania School Teachers' 
Association 

Also surviving arc three brothers. Dr. Charles Koz¬ 
lowski. Moosic; Frank Ko/lowski. Mesquit. Tex.. Isa- 
dore Ko/lowski. Sidney. NY; two sisters. Mrs Walter 
(Mary) Ko/lowski. Clark Mills! N.Y.: Mrs. Carl(Helcn) 
Slavinsky. Pensaucken. N.J .; several nieces and nephews 

Three brothers. Rev John Ko/lowski. Joseph and 
Stanley Ko/lowski. and a sister. Stella, preceded her in 
death. 

The funeral was held Saturday. Oct 31. with Mass of 
Christian Burial at 9:30 a m in Sacred Heart Church. 
Forest City Interment, parish cemetery 

REHKOP 

ALLEN C . 65. late ol 1921 N. Market St.. Berwick, 
died at home early Sunday morning. Nov. I 

Born May 19. 1916, in Carbondale. son of the late 
Claude and Mildred Allen Rchkop. he was a University 
of Scranton graduateand served with the U S Marines in 
the Pacific during World War II He was director of 
public relations at Berwick Hospital, and years ago had 
worked lor the VA Hospital Wilkes-Barre He was a 
member of the hirst Presbyterian Church of Berwick, 
and member and past president ol the Berwick Rotary 

Surviving are his wife, the former Dorothea Glessner; a 
daughter. Mrs Wayne Kotansky. Berwick: a son. Robert 
A , Lancaster. Ky ; four grandchildren; a sister. Mrs 
Robert Mangan. and brother. Donald, both of 
Carbondale. 

The funeral was held Wednesday. Nov. 4. at II a.m 
with Rev Charles F Hess, pastor. First United Metho¬ 
dist Church, officiating. Interment. Pine Grove Ceme¬ 
tery. Walnut St.. Berwick 

SALAK 

JACK, late ol Center Street. Waymart. died Satur¬ 
day. Oct. 31. in Wayne County Memorial Hospital. 
Honesdale. following an illness. His widow is the former 
Mary Mikulak 

Born in Forest City, son of the late Alek and Anna 
Anderson Salak. he was a member of St. John's Church. 
Forest City He lived in Waymart most of his life and was 


Stan’s Automotive 
Reconditioning 

Dickson City Industrial Park 
(Just oft Boulevard Ave.) 

For complete interior and external polishing 

489-9646_ 


James J. REILLY 

Funeral Home 
62 N. Main St., Carbondale 
_ 282-5560 _ 

CEMETERY MONUMENTS 
and MARKERS 

SALES and SERVICE 
AT 

ANTHQNY KONCHAR S 

FOREST CITY 
MEMORIAL CO. 

across from the church and bank on Mam 
Street in downtown Forest City 

_785-3845_ 


picture I rom the N.imeensat the Forest City 
News. I heir pictures taken with their “tomb¬ 
stones" were a scream, especially our Lall¬ 
brook Street mailman...and Carole 
Kamecn's brother..Jim McKusker. Great 
way ol promoting the HH! 

Get your taste buds in gear, and get ready 
tor a treat. Paul Daugcvclo, son ol Rose 
and M (ol Ros-AI Photo Studio lame), w ill 
play host at a wine and cheese Open House 
for his new silk 'n real floral shop, in the 
same building as Momma and Poppa’s 
photo studio. Skeduled lor Nov 27 from 4 
to 9:30 p.m.at the little shop around the 
cornet at 7 Park Place in Carbondale. 
There will be gilts, plants, fresh (lowers, fall 
arrangements: maerame demonstrations at 
4:30 and 7 p.m., and flower demonstrations 
at 6 and 8 p.m 

Carbondale Mail "mam"(and subject of a 
recent page one feature story in the MIR¬ 
ROR) Kay Shancey dropped in at the MIR¬ 
ROR tuther day. and mentioned Scranton 
Area Single Parents will meet Friday. Nov. 6 
at the Women's Resource Center in Scran¬ 
ton Chamber of Commerce Building. Any 
Carbondale area single parents interested in 
attending may call the MIRROR office for 
further information. 

Couplea vars back there was an active 
Carbondale Area Single Parents group 
functioning here, but the president...are you 
ready ..remarried and the club went down 
the tubes! If you are divorced, separated, 
widowed, or never-married and have kid- 
s...any age...and are interested in forming a 
club in Carbondale...both men and women- 
...call the MIRROR office and leave your 
name and telephone number. 1 hese support 
groups can be enormously helpful to single 
people alone, rearing youngsters, and cop¬ 
ing with the problems of everyday single life. 

So. if you're single with kids and want to 
get into group discussions with folks in sim¬ 
ilar situations, about almost anything, or 
just attend social events...or just want to 
meet other people who're having the same 
difficulties you are. dial 282-0786 and say “I 
want to join a Carbondale Area Single Par¬ 
ents Club." Ask lor the Editor in Charge of 
Coping. 


a retired self-employed plumhet He was a veteran of 
World War I. a member of Veterans ol Foreign Wars 
Rost 531. Honesdale. and a 50-vear member of the W’a\ - 
man Volunteer Fire .Co. , 

Also surviving are a daughter. Mrs Marion t.eahi. 
Miami. Fla ; three sons, .fat k. Honesdale kl> 2 . VV ill ram 
and I homas. both ol Waymart; a sister Mrs Anna 
Davitt. Waymart RD I: two brothers. Michael. Jessup 
and William. Waymart KI> I; nine grandchildren and 
several nieces and nephews. 

The funeral was held I uesday. Nov. 2. with Mass at 10 
a.m in St. John's Church. Forest City. Interment, parish 
cemetery. 

SIMONCIC 

MRS MAR3 . late of 101 S. Main St.. Forest Cits 
died Sunday. Nov I. at home alter an illness Her hus¬ 
band Anthony, died several years ago 

Born m Yugoslavia, daughtci of Ignat/ and Anna 
Zupancic. she was a member ot St Joseph's Church. 
Forest City, and a member ol St Ann's Socictv 

Surviving are one son. Bernard. Vandling; lour daugh¬ 
ters. Mrs William (Mary) Risposkin. Forest City. Mi- 
Henry ( Ann) Grum. Linden. N.J.; Mrs. Carl (Sophiei 
Urbis, at home; Mrs. Bernard (Lillian) Milus/cwsk> 
Clarks Summit; one brother. Aloysius Zupancic. Yugos¬ 
lavia: 14 grandchildren; 14 great-grandchildren, several 
nieces and nephews. 

I he funeral was held Wednesday, Nov. 4. with Mas- ot 
Christian Burial in St Joseph's Church, forest City 
Interment, parish cemetery. 

TAPPAN 

DONALD R . late of612 Adams Ave .died Thurs¬ 
day, Oct 29. in Mercy Hospital after an illness His wile - 
the former Hildegarde I’arli. 

Born in Carbondale, son of the late Melvin and Mablc 
Rose Tappan. he wasa retired chemist for Magna Eltron- 
ics Inc.. Newark. N.J He wasa U S. Navy veteran and a 
musician most of his life. 

Also surviving arc a brother. Frederick. Fort Worth, 
lex.; a sister. Mrs. Joseph (Dorothy) Healey. Carbon¬ 
dale; several nieces and nephews. 

The funeral was held Monday. Nov. 2. with Mass of 
Christian Burial at 9.30 a.m. in Holy Family church 
Interment. Fairview Memorial Park 

ZENKE 

MRS FLORENCE (NOI AN), late of 86-05 53rd 
Ave . Elmhurst. N Y . formerly of Carbondale. died 
Wednesday. Oct. 28. in Peninsula General Hospital. Far 
Rockaway. N Y . after an illness. Her husband. Karl, 
died in 1973 

Born in Carbondale. daughter of the late Mr and Mrs. 
John Nolan, she moved from this area 40 years ago She 
was a practical nurse before retiring. 

Surviving are a niece. Mrs Guerfell Aryes. Elmhurst, 
one great-niece: one great-nephew. 

Private funeral services were held Saturday. Oct. 31. 
front Gabriel Funeral Home. 74 Y Main St.. Carbon¬ 
dale: with Mass of Christian Burial at 9 30 a m in St 
Rose of Lima Church. Carbondale Interment. St Rose 
Cemetery 


Stall members ot the Allied Community 
Access Network ( \l l.-CAN), an infornia- 
tion and relerral service for disabled people 
ol all ages throughout the county, were in 
Carbondale recently surveying local build¬ 
ings for inclusion in its Accessibility 
I )i rectory. 

I hrough the use of this directory, people 
with physical handicaps will be able to tell 
which buildings provide easy access. 

Georgianna Cherinchak Cole, formerly of 
Simpson, is project director for ALL-CAN. 
1 lic.organization. a division.q| Allied Servi¬ 
ces- tor. the. Handicapped Inc. of .Scranion, 
provides a variety of informational services 


I he Off ice ol Employment Security, 66 N. 
Church Street. Carbondale. lists available 
job openings: 

PROFESSIONAL 

f lectrital engineer, tool engineer, quality 
- -v.r , engineer, degree in engineering plus 
exr.-ncnce required. Electronics technician. 

degree, general duty nurse, regis¬ 
tered p rj.v.u nurse, licensed; senior buyer, 
deg: : in business management plus five 
years experience: program manager, degree 
in electrical engineering plus supervisory 
cxper.ence assistant plant manager. 

C l ERIC M AND SALES 

Insurance ^ c, agent, must pasvcompany 
lev: »ecrctai . >' nhand required, cashier- 
cL.cv.kcr I J; «ir.J part-time hours, furniture 
salesperson, experienced, shoe salesperson. 

FACTORY OCCUPATIONS 

Sewing machine operators, experienced 
and trainees; toolmaker, journeyworker sta¬ 
tus plus five years experience; machinist, 
journeyworker status or four years of 
apprenticeship training, production 
machine tender, must be able to use measur¬ 
ing devices such as calibers, verniers, and 
micrometer; stitchers, will train; stitchers, 
will train; machine presser, experienced; 
hand presser. experienced; industrial electri¬ 
cian. three years experience; material 
handler, no experience; tool and die maker, 
experienced; mold maker-machinist, expe¬ 
rienced: machine shop supers isor. five years 
experience; arc welder, experienced. 


to the disabled. 

Located in Room 305, Lackawanna 
County Annex Office Building. 200 Adams 
Ave.. Scranton, the building itself is accessi¬ 
ble to disabled people. Office hours are 8:30 
a.m. to 5 p.m. Monday through Friday. The 
telephone number is 348-1191. Anyone dial¬ 
ing from outside the Scranton area is 
encouraged to call collect. 

Funded by the Bureau of Vocational 
Rehabilitation and Allied Services for the 
Handicapped, the organization has a 
volume of other information vital to the well 
being of handicapped people, including 


OTHER OCCUPATIONS 

Child care attendant, second and third 
shift openings, no experience: short order 
cook, full- and part-time; grill cook, part- 
time; automobile body repairer, at least one 
years’ experience; tractor-trailer truck 
driver, experienced; waiter*waitres$, full- 
and part-time; sales route driver, auto parts 


books on how to repair wheel chairs; listings 
ol airports and airlines which provide help 
to disabled travelers; literature on illnesses 
and diseases, such as arthritis, which affect 
the handicapped; free license plates or pla¬ 
cards which the handicapped may attach to 
their automobiles to be eligible to use handi¬ 
capped parking spaces. 

Joseph Pollits of Carbondale. who is stud¬ 
ying for his master’s degree, is a volunteer 
with All-CAN. and was helping measure 
doorways and curbstones in the Pioneer 
City last week, in an effort to complete the 
aceesibility directory. 


delivery; hospital cleaner, weekends and 
holidays; helper, baker, full-and part-time; 
dragline operator, experienced; machine 
dishwasher, will train; caretaker couple, 
some experience: security guard, part-time: 
doughnut baker, full- and part-time, slaugh¬ 
terhouse laborer, no experience; cart person, 
will train. 




It’s our 25th anniversary 
Come in and help us 
celebrate! 

Senior Citizens mi /. 

10% Discount >5^ 

Between 2 p.m. and 5 p.m. ONLY 7 days a week Luncheon 

Specials from $2.29 to $2.99 
Dinner Specials from $4.99 

which includes main course, our salad buffet (with as many as 25 
different items), a potato or vegetable, hot bread and butter. 

P.S. Can you do it at home for LESS? 

McDonnell’s Restaurant 

Main Street, Carbondale 


1 Ros-AI Photo and Flordl 

Studio 


7 Park Place, Carbondale 

282-4740 


Now featuring fresh flowers! 
and silk flowers for funerals 

Order NOW for Thanksgiving 
Come to our open house Nov. 27 



Gun Cabinets Galore 

6-gun, 8-gun, 12-gun 
Cherry, Pine, Oak, Maple 

Ideal Christmas Gift! 


Specials 

1 .".YL'.'i! ■■ I 

in li 

from 


$19900 » 1 


LAYAWAY 

'kwiSjlraH | 
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Never Undersold! 

Wallis Furniture 

22 N. Main St., Carbondale 
282-1300 - 282-5676 - 876-0790 


Job bureau office lists available job openings 
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City hall reports 


Gordon Avenue progress 

I he reconstruction of Gordon Avenue on 
the city’s south side is progressing well. 

According to city managing director Mar¬ 
tin P. Judge, the construction crew is work¬ 
ing on surface drains. 

“He’s getting done what he expected to 
before the bad weather." Judge told the Car- 
hondale Mirror last week. 

The work is being carried out by the Loo¬ 
mis Construction Co. of Montrose. 

The city’s managing director had pre¬ 
viously told the MIR ROR that the firm will 
place temporary pave over any area* they 
aig up. 

This will.prevent the street from becoming 
a mudhole during the non-construction 
season. 

Work on the project will continue next 
spring. 

That blinkin’ light 

Action has been taken on the traffic signal 
at Main Street and Sixth Avenue. 

The traffic signal has been on a flashing 
pattern since the last Sunday in the month of 
September when an electrical storm 
knocked out power in parts of the city. 

George Wallis, city electrician, several 
weeks ago told the Carbondale Mirror he 
was waiting to hear if the part found dam¬ 
aged could be repaired or if it had to be 
replaced at an estimated cost of $1,000. 

The MIR ROR was told last week by Wal¬ 
lis that the damaged control unit had been 
shipped to the factory in Austin. Tex., where 
it is being repaired. 

Wallis figures it will be about three weeks 
before it is shipped back. 

Name officer 

Walter Turonis, the city’s building 
inspector, has been named as the city’s sew¬ 
erage enforcement officer. 

Turonis’s appointment came shortly after 
the city received a letter from the state, not¬ 
ing that the city should name someone to the 
post. 

Cinders for snow 

It may be time for the snow to start falling. 

With that in mind, the city is looking for 
cinders to be spread upon city streets this 
winter. 

At the last regular meeting of city council, 
the solons were to have opened bids for the 
material, but none were offered. 

The city administration then gained coun¬ 
cil’s approval to seek out prices for cinders. 

One price was received - from John Bau¬ 
mann. local businessman but Martin P. 


Judge, city managing director, told the 
MIRROR last week that someone else had 
expressed an interest in providing cinders to 
the city. 

When he spoke with the MIRROR last 
week. Judge said he had not received a letter 
from that second person and could not wait 
much longer before buying the cinders. 

School crossing 

Concerned parents of St. Rose Elemen¬ 
tary students brought before the last council 
meeting their concern for students trans¬ 
ported by bus to the school. 

They told how the students were let off the 
bus at the Sacred Heart High School build¬ 
ing at Seventh Avenue and South Church 
Street. 

From there, they told the solons, the stu¬ 
dents walk across Seventh, up Church, and 
then cross Church to the school on Terrace 
Street. 

The parents asked for a crossing guard to 
cross the students across the busy streets. 

They added that the problem was caused 
by the changing of bus routes due to the 
restricting of heavy traffic over the Dundaff 
Street Viaduct. 

Previously, the buses dropped off the stu¬ 
dents on Church Street near the school. 

In an effort to resolve the problem. Mar¬ 
tin P. Judge, city managing director, told the 
MIRROR that he had been in touch with 
Martin Lawler, principal of the Carbondale 
Area High School, who handles the district’s 
transportation. 

No changes had been made as of last 
week. 

Fire in limbo 

There is nothing new to report on the mine 
fire plaguing the city’s East Side, the MIR¬ 
ROR was told last week by the city’s manag¬ 
ing director. 

Martin P. Judge said “1 think it’s in 
limbo" when asked if the fire were spreading 
or were at a standstill. 

The fire is located in Carbondale Town¬ 
ship, just over the city’s boundaries. 

However, there are no township proper¬ 
ties in jeopardy. This, coupled with the belief 
by some township officials that the mine fire 
was started by improper dumping by the 
city, has prompted the township not to do 
anything about the Tite. 1 • 

There are city homes near the fire and 
residents of those homes have been contact¬ 
ing city hall for action. 

The state undertook drilling there, to 
determine the extent of the fire, at an esti¬ 
mated cost of $5,000. 

That expenditure was questioned by the 
city since some officials believe the fire itself 


could have been dug out and extinguished 
for that amount. 

Meanwhile, city officials hesitate spend¬ 
ing city monies there for fear that they would 
be surcharged for expending monies outside 
the city. 

Meeting with DCA 

A council-requested meeting with the 
state’s Department of Community Affairs 
(DCA) to help set up the city’s 1982 budget 
has not been firmed up. 

A city hall source told the MIRROR last 
week that the department gave a list of sev¬ 
eral dates to city officials. 

Now, it is up to council and involved city 
officials to decide when would be the best 
date for them all to sit down and meet. 

No action taken 

Councilman Albert Calzola recently 
made a pair of suggestions. 

One suggestion was that the city restrict 
truck traffic flow on Church and Main 
streets. 

Trucks traveling east on Route 6 would 
have to go up Church Street, while trucks 
going west would have to come down Main 
Street. 

According to Calzola’s suggestion, made 
at the last regular meeting of council, trucks 
making deliveries in the downtown business 
district would not be affected. 

Calzola also suggested that the city sell 
parking stickers for a set price per month. 

Cars with these stickers attached would 
not be affected by parking meters; they 
would not have to “feed" the parking meters. 

City managing director Martin P. Judge 
last week told the MIRROR that it is up to 
council to decide what it wants to do with 
Calzola’s suggestions. 

Regarding the second suggestion, the 
parking stickers. Judge noted. “(It’s) strictly 
tup to council to change the ordinance on 
parking.” 

Pike Street wall 

“It’s perfectly okay with me,”city building 
inspector Walter Turonis told the Carbon¬ 
dale Mirror last week when asked about a 
wall adjoining two Pike Street properties. 

The wall in question was brought before 
council when an attorney for one resident 
wrote to the solons, explaining that the wall 
violated the city's ordinances. 

The letter alleged that the wall was 11 feet 
high, clearly in violation of the six-foot limit 
set by city law. 

However, Turonis said that the wall, by 
his measurements, is “six feet with ground 
level" with a terrace. 


The week in weather report 


Monday, Oct. 

26 


Wednesday, Oct. 28 


Friday, Oct. 30 


Sunday, Nov. 1 


High. 


... 60 

High. 

.. 56 

High. 

... 53 

High. 

. 56 

Low . 


.. . 47 

Low. 

.. 45 

Low. 

... 39 

Low . 

. 44 

Mean. 


. . . 54 

Mean. 

.. 51 

Mean. 

... 46 

Mean. 

. 50 

Normal. 

...... 

. .. 49 

Normal. 

.. 48 

Normal. 

... 47 

Normal. 

. 47 

Precipitation . 


.. .38 

Precipitation. 

. .03 

Precipitation. 

.... 0 

Precipitation. 

. 0 

Tuesday. Oct. 

27 


Thursday, Oct. 29 


Saturday, Oct. 31 




High. 


... 69 

High. 

.. 46 

High. 

... 48 



Low . 


... 58 

Low. 

.. 36 

Low. 

... 36 



Mean. 


. . . 64 

Mean. 

.. 41 

Mean. 

... 42 



Normal. 


. .. 49 

Normal. 

.. 48 

Normal. 

... 47 



Precipitation , 


.. .46 

Precipitation. 

... 0 

Precipitation. 

.... 0 




November: time for the snow; 
and city says it is ready for snow 


The month of November means Veterans’ 
Day. Thanksgiving, and snow. 

Although the area has had some “snow 
showers” already this fall, the first stick-to- 
the-road. tie-up-traffic snow has yet to strike 
the area. 

But when it does the City of Carbondale 
will be ready. 

“For all intents and purposes,” the city’s 
managing director Martin P. Judge told the 
Carbondale Mirror last week, “the city is 
ready." 

The equipment is ready, he declared. 

The plows are standing ready and the 
"spreaders are on the trucks." 

Part of this season’s preparations, he 
noted, included installing a new clutch in 
one of the larger city trucks. 

Material-wise, the city has already 
ordered 50 tons of rock salt through a coop¬ 
erative buying agreement with the Lacka¬ 
wanna County Council of Governments. 

This agreement is allowing the city to buy 
rock salt for $26.66 a ton. saving. Judge 
estimates, about a dollar a ton over what the 
city would have spent if it had gone it alone 
in buying the rock salt. 

Judge noted that last year the city, buying 
through the cooperative agreement, spent 
slightly over $25 a ton. 

The low bid that year, when the city 
sought them, was over $26 a ton. Thus, 
Judge figures that savings will carry through 
this year. 

The purchase of cinders, however, is 
another story. 

Over the past couple of years the city has 
run into problems with the purchase of cind¬ 


ers. What the supplier considers cinders and 
what the city considers cinders are often two 
different things. 

This has resulted in materials which clog 
surface drains, often solidifying like 
concrete. 

To prevent that this year, the city sought 
samples of the materials suppliers would 
offer bids on. 

As a result, there were no bids w hen coun¬ 
cil was to act upon buying cinders at its last 
meeting. 

The city managing director told the solons 
that one supplier showed him a sample, but 
the material was unsuitable. 

Council then gave the administration 
approval to seek out someone to buy cinders 
from. (See also City Hall Reports on page 3.) 

Three shifts 

For the past several winters the city has 
had three shifts of men ready for snow remo¬ 
val duty. 

This has brought some criticism by coun¬ 
cil that the men on the night shifts did 
nothing but sit and wait for snow which, for 
the most part, did not fall during their shifts. 

The administration defended this policy, 
stating that the quick removal of snow from 
city streets was utmost — safety and conven¬ 
ience wise. 

This year, those extra shifts will be falling 
to the wayside. 

But not because of council's criticism. 

The recent lay-off of 10 city employes cut 
into the department of public works’crews 
which are responsible for the clearing of 


snow. 

The city’s managing director told the 
MIRROR that this year the administration 
will "play the work schedule by ear." 

The department lost five men to the city’s 
budgetary cuts and to compensate for that. 
Judge told the MIRROR that the city may 
have to institute either a swing shift or an 
on-call man. 

As of Wednesday last week, he had not 
spoken to the department’s unionized 
employes about either move. 

Strict enforcement 

“We’ll have to get stricter,” Judge replied 
when the MIRROR asked about the 
enforcement of snow removal laws. 

Primarily, the administrator explained, 
the city will eye the enforcement of emer¬ 
gency snow route laws. 

These laws forbid parking or traveling on 
the designated routes during winter months 
unless the vehicle is equipped with snow tires 
or chains. 

This is supposed to prevent traffic tie-ups, 
caused by vehicles not properly outfitted, 
during snowstorms. The law also aids in the 
snow removal process since there are no veh¬ 
icles blocking the way of snow removal 
equipment. 

The snow emergency routes include the 
main access roads plus roads leading to the 
two city hospitals. 

Included in this list are Belmont, Fall- 
brook. Canaan. Main. Church, Brooklyn. 
Pike. Lincoln. Eighth, Wayne, Salem, and 
Dundaff. 



OVERTURNED TRUCK at foot of Canaan Street hill spills out gasoline from one of its 
tanks following accident last week cause by it losing its brakes. See story this page. 
(MIRROR photo by Ros-AI) 


Three escape death 
from runaway truck 


By PETE SMITH 

Three men escaped what could have been 
certain death Thursday afternoon when a 
runaway tractor-trailer careened down the 
Canaan Street hill around 2:30 p.m., hitting 
two vehicles, snapping a telephone pole and 
knocking over a traffic signal standard 
before flipping over on its side at the busy 
Church Street-Main Street intersection. 

Suffering only minor injuries were the 
driver of the tractor-trailer. 26-year-old 
Edward Robert Price, Route 4. Box 532, 
New Bern. N.C.; William Martin. 44 Tenth 
Ave.. and Thomas Duffy, 59 Copeland Ave.. 
both of Carbondale. Police said that Duffy 
was admitted to St. Joseph’s Hospital. Car¬ 
bondale, for overnight observation. 

He reportedly complained of pains in his 
legs. Martin and Price were treated for abra¬ 
sions of the face and head and released from 
St. Joseph’s emergency room. 

According to a police accident report filed 
by investigating officer Francis Coleman, 
Price was descending the Canaan Street hill 
in a tractor-trailer owned by Sixway Enter¬ 
prises. 124 Poinier St., Newark, N.J.. when 
he said his brakes failed halfway down the 


Who’s New 

CARLO 

A daughter was born to Mr. and Mrs. 
Silvio Carlo, 18 Sago Ave., Carbondale, in 
Wayne County Memorial Hospital, 
Honesdale. 

CLAUSE 

A daughter was born to Joseph and 
Kathryn Barrett Clause, 123 Cemetery St.. 
Jermyn, on Oct. 20, in community Medical 
Center, Scranton. 

MORRIS 

A daughter was born to Mr. and Mrs. 
Michael Morris, 158 Fallbrook St., Carbon¬ 
dale, in St. Joseph’s Hospital, Carbondale. 

SPARANEY 

A daughter was born to Mr. and Mrs. 
James Sparaney, 130 Spring St., Carbon¬ 
dale, in St. Joseph’s Hospital, Carbondale. 


Still Underground 

HUNTINGTON BEACH, Calif. The 
days are long gone when oil wells here pro¬ 
duced oil that flowed naturally under the 
earth’s pressures. This area pioduced nearly 
500 million barrels of petroleum since 1938. 

Now it is believed that additional amounts 
of oil may be recovered if unconventional 
methods to extract the oil are applied, 
reports Aminoil USA. 

Aminoil estimates there could be up to 
800 million barrels of oil still underground at 
Huntington Beach. 

College Aid 

TANGLEWOODPARK. N C With 
bontributions totalling more than $500,000, 
R.J. Reynolds is the largest corporate con¬ 
tributor to independent higher education in 
the U.S.. according to Charles W L Fore¬ 
man, chairman of the Independent College 
Funds of America. 

RJR is the only corporation supporting 
all 39 state and regional funds affiliated with 
the ICFA. which represents 573 independent 
institutions of higher education that do not 
receive significant tax support. 


incline. He then began blowing his airhorn 
to warn motorists as he approached the Bel¬ 
mont Street intersection. 

Price said that by the time he reached the 
Garfield Avenue intersection he struck a car 
driven bv Martin. The force of the impact 
sent Martin into the parking lot near Zazze- 
ra’s supermarket. Price then said he only 
remembers the tractor-trailer then tipping 
over on its left side. 

Into next block 

A police sketch, however, shows that the 
tractor-trailer also hit a Jeep driven by 
Duffy with such force that the vehicle was 
sent into the next block. Both Duffy and 
Marlin were stopped for a red light at the 
intersection when the mishap occurred. 

Patrolman Coleman told The MIRROR 
that Duffy was trapped in his vehicle for a 
period of time and that firemen and police 
had to use pry bars to extricate him from the 
wreckage. 

the tractor-trailer, loaded with 40.000 
pounds of plastic according to sources at the 
scene, also sheared off a Pennsylvania 


large transformer to the ground, severing 
wires and leaving the top part of the pole 

dangling. 

The truck also sheared off a signal stand¬ 
ard located on the corner of Main and 
Church, turning it into mangled metal. 

Reroute traffic 

Police had to reroute traffic around the 
accident scene so crews from PP&L, George 
Wallis Electric, the Carbondale Fire Depart¬ 
ment. and Ray's Towing Service could clear 
the area. The intersection was not open to 
vehicular traffic until 7 p.m. PP&L crews 
worked throughout the night replacing the 
pole. 

Several area homes and businesses in the 
immediate area of the accident were without 
power until the pole was replaced. 

Traffic had to be rerouted up Garfield 
Avenue, over Terrace Street, down Lincoln 
Avenue and back onto the main 
thoroughfares. 

Assisting Patrolman Coleman at the scene 
were Patrolmen William Coleman, Joseph 
Mase, Dominick Andidora. and Sgt. John 
Barbaro. 


Power and Light Company pole sending a 


Use our Christmas 
Lay- away plan 

| A small deposit holds your gift. 

I^^^W/teu/’s ^ewe^e/ts 

26 N. Church St., Carbondale 



NOTICE 


The Depository Institutions Deregulation 
Committee has rescinded its regulation allow¬ 
ing an increase in interest on passbook savings 
deposits effective November 1, 1981. The Lib¬ 
erty Discount and Savings Bank must there¬ 
fore rescind its advertisement that appeared in 
this newspaper on Oct. 21, 1981. 

The Liberty Discount and Savings Bank will 
continue to pay 5’/4% interest on passbook sav¬ 
ings accounts and on paid-up Christmas 
Clubs. 


DISCOUNT & SAVINGS 


CARBONDALE. PA. 


FOREST CITY PA. 





























